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Spare Parts List 


Pos. Country Article 
No. 



Description 

Remarks 

Housing 


Air inlet grill 


Motor cpI. 


Rubber knob, oval 


Screw 

for air outlet grill 

Switching member 


Heating element 


Screw 2,9x16 


Rubber knob,round 


Cable clamp 


Screw 2,9x13 


Hanging hook eyelet 


Printed circuit board cpI. 


Air outlet grill 


Protective rubber sleeve 


Mains lead 


Warning Indication 

label 

Printed circuit board 


Diode 1 N 4004 


Terminal block 


Tubular rivet 


Cable fastener 


Capacitor 


Switch 


Nozzle 


Brush 


Studded bristle brush 


Wall holder 


Folding carton 


Insert 


Use Instructions 
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